WAYLAND  RURAL  DISTRICT  COUNCIL. 

*  *  *.  j  •  ,  .  ;  • 

White  House, 

t 

EAST  HARLDTG, 

«  *»  '  *  .1  » 

Norwich, 


...  t  15th  October,  1946. 

Wayland  Rural  District  Council. 

i  •* 

Ladies  and  Gentlemen, 

I  have  the  honour  to  submit  my  report  for 
the  year  ending  31st  December,  1945* 

In  the  Vital  Statistics,  the  figures  show 
a  decrease  in  the  death  rate  per  1,000  population  compared  with 
the  previous  year  and  a  marked  decrease  in  the  death  rate  of 
.all  infants  under  1  year  of  age-'per  1,000  live  births.  With 
-regard  to  infectious  diseases  there  has  been  a  considerable 
decrease  in  the  number  of  cases  of  Measles,  Whooping  Cough  and 
Infective  Jaundice  and  there  has  been  no  serious  outbreak  of 
Scarlet  Fever  or  Diphtheria. 

♦  .  t  •  * 

.  t  %  •  i. 

Regular  sampling  of  milk  from  premises 
of  Accredited  Producers  has  been  carried  out  also  the  inspection 
of  Meat  at  the  Ministry  of  Food  Slaughterhouse  at  Watton.  .» 

WATER  SUPPLIES. 

mmm  ”  '  I . —  ■ 

(i)  Apart  from  the  areas  supplied  by  the 

Counci l!s  Water  Mains  the  supply  is  mainly  from  shallow 
wells,  the  water  being  of  doubtful  purity.  There  are 
a  number  of  deep  bores,  principally  of  4  inches  diameter. 
The  water  from  some  of  these  bores  contains  quite  an 
appreciable  quantity  of  iron.' 

Except  in  a  few  instances  no  Serious 
.  shortage  of  water  has  been  reported  during  the  year. 

’  (ii)  The  Council  have  twq  main  Water  Works 

'■‘h . situated  (a)  at  Buryfs  Hall,  Old  Buckenham,  and  (b)  at 

.  Watton.  ,  *  -  .  , 

The  Waterworks  at  Old  Buckenham  supply 
the  parishes  of  Attleborough,  Old  Buckenham,  New 
:  Buckenham,  Banham;- kenninghall,  East  Har.ling,  North 
Lopham,  South  Lophom,  Garboldisham  and  Bio ’Norton, 
together  with  the  R.A. F.  Stations  at  Old  Buokenham  and 
Fersfield. 


The  Watton  Waterworks  supplies  the 
Parish  of  Watton  and  the  Watton  R.A.F.  Station. 

•  ■  ■  '  There  is  also  a  small  Waterworks  at 
Croxton  which  supplies  Croxton  Village. 

•,v\  Routine  samples  of  crude  and  treated 
’  'Water  going  into  the  supply  are  taken  every  three  months, 
more  if  needed,  and  bacteriologically  examined. 

Copies  of  the  reports  on  the  examination 
of  samples  taken  during  December  1945  are  attached, 
which  show  that  the  waters  are  pure  and  wholesome. 


-  .  1 


(iii)  The  waters  do  not  appear  to  have  any 
plumbo-solvent  action, 

(iv)  The  water  at  Old  Buckenham  and  Watton 
is  chlorinated  Before  discharging  into  the  reservoirs. 


The  employees  of  the  Water  Departments 
are  tested  for  oarriers  Before  Being  engaged. 

All  water  mains  are  chlorinated  after 
Being  laid  and  when  repairs  have  taken  plaoe.  Action 
is  also  taken  to  prevent  contamination  when  laying 
service  pipes. 


(v)  Number  of  houses  supplied  with  water  at 

12th  December,  1945* 


From  Old  Buckenham 

Waterworks, 

Parish. 


•Attleborough,.  ,,, 

Old  Buckenham  *  • , 

N ew  Buckenham  i.» 

Bonham  « •  • 

Kenninghall  ••• 

East  Har ling  • « , 

North  Lopham  ... 

South  Lopham  ,,, 

Garboldisham  , ,  • 

Blo’Norton 

From  Watton  Waterworks 

Watton  ,  • ,  • 

. ,  .  » • 

.  n  4  . 

From  Oroxton  Waterworks  : - 

I-  '  .  ‘  *  ‘  4  '•  ^  '*> 

Oroxton  •  *  ♦ 


i .  ■ 


No. of  Houses, 

in  Parish,  r 


793 

270 

131 

275 

260 

300 

171 

129 

162 

70 


490 


74 


No,  supplied 
with  water  direct 

£o.  houses. 

mm  '  m  ■■  ’Tf 

*  A  ‘  / 

4oo 

109- 

41 

93 

115. 

147 
54 


Si  ■■ 

36 


272 


12  (and  38 
from  Public 
_ _ S  tand-Pipes) . 


TOTAL  .. .  3,125. 


1,390. 


.  *  t 

■  The  Dairy  Farms  taking  Water  from  the  'Public 
Mains  number  73. 

*  * 


I  am,  ..  : 

Your  obedient  Servant, 


MEDICAL  OFFICER  OF 
HEALTH. 
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WAYLAND  RURAL  D'.ISTRICT  COUNCIL. 

ANNUAL  REPORT  1  9  4  5. 

VITAL  STATISTICS. 


Live  Births. 

Still  Births. 

Birth  Rate  per  1,000  of 
estimated  population* 
Still  Birth  Rate  per 
1,000  total  (live  and 
still)  births. 


BIRTHS. 

Year  1945. 

Male. ""Female.1 Total. 

158.  148.  306. 

4.  4*  8. 

18.25 

25*48 


Year  19^4* 

Mai e .~emaleV  Tot al . 

169.  160.  329* 

9.  7.  lb. 

19.05 

43.4 


DEATH  S. 


Year  1945. 

Year  1944. 

M. 

M.  F. 

From  all  causes.  106. 

113. 

219. 

130.  133. 

263. 

Death  rate  per  1,000 

population. 

13.06 

15.12. 

Deaths  from  Puerperal 

causes. 

Nil. 

Nil. 

Death  Rate  of  all  Infants 

under  one  year  of  age  per 

1,000  live  births. 

22.67. 

36.7. 

Deaths  from  Cancer 

39 

19 

11  ,f  Tuberculosis 

8 

6 

M  ”  Measles. 

- 

- 

M  !t  Whooping  Cough 

- 

2 

"  u  Diarrhoea, 

1 

— 

11  ’*  Pneumonia. 

7 

9 

"  ,f  Diphtheria. 

mm 

I  N  F  E  C  T  I  OUS  DISEASES. 


No.  of  oases  notified  of  : - 

Scarlet  Fever 

Diphtheria 

Erysipelas 

Measles 

Pneumonia 

puerperal  Pyrexia 

Whooping  Cough 

Dysentery 

Infective  Jaundice 

Cerebro-Spinal  Fever 

Ophthalmia  Neonatorum 


Year 


7 

81 

12 

2 

65 

5 

9 

2 

3 


Year 


17 

1 

3 

282 

11 

4 
105 

1 

82 

2 

1 


D  I  P  H  T  H  E  R  I  A  IMMUNISATION. 


percentage  of  the  child 
population  Immunised  at 
31st  December,  1945. 


Under  5< 

53%. 


Between  5  &  15. 


0795. 
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